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UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 
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Include Zip Code) , 
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3. REPORTING FACILITY (List all locationt where animale were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 
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A, 

Animals Covered 

By The Animal 

Welfare Regulations 

B Number of 
enimsls being 

bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used tor such 
pufposss 

C. Number of 
animele upon 
which teaching, 
research, 
experlmentc, or 
taets were 
conducted 
involving no 
pain, distress, oi 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
dietreee to the animals 

and for which appropriate 
anesthetic, analgesic, or 
tranqullizlng drugs were 

used 

E. Number of animals upon which teaching 
experiments, research, surgery, or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the usa of appropriate 
anesthetic, analgesic, or trenquilizing drugs would 
have adversely affected the procedures, results, or 
Interpretation of the teaching, research, 
experiments, surgery, or tests. (4n exp/anaffdn of 
th 0 procoduros producing pmin or distrooo in thoao 
animals and tha raaaona such drugs wars not usad 
must ba attachad to this raport) 
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I ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals including appropriate use of anesthetic, analgesic, and tranqullizlng drugs, prior to, during 
and foltowing actual research, teaching, testing, surgery, or experimentation were followed by this research facility 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. end It has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all auoh exoaptfona Is attaehesi le this annual reportJn 
addition to identifying the IACUC-sa>proved excepSiorte, this eummsvy irtdudes a brief explanation of the exoeptiona. ae well ae the epedee and number of animate cdfected. 


4) The attending vetennananfor this research facility has approprisde authority to ensure the provision of cKlequate vetertrwy care and to oversee the adequacy of other aepecle of 
animal care and use 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 


(Chief Executive Officer or Legaiiy Responsible Institutions! OfficisI) 

1 osrtMyihitlhBiiaoweiBtrus oonsc^ andoanplils(7USC SMtfon2149. 


SIGNATURE Qf CEO OR INSTITUTIONAL OFFICIAL 

NAME S. TITLE OF CEO OR INSTITUTIONAL OFFIClAl /Tvoa orPrInti 

DATE SIGNED 
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APHtS FORM 7023 (Replaces VS FORM 10-23 (OCT 88) which ia obaolete 

(AUG 91 ) 




























